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E.O. 11652: N/A 
TAGS: ASEC, TU 

SUB J : CCTV INSTALLATION - ISTANBUL 
REF: ATHENS 3866 

1 . POST PROCEEDING ON CCTV PROJECT. TWO CAMERA MOUNTING FIXTURES 
COMPLETED AND INSTALLED. ALL CONDUIT RUNS COMPLETED. CABINET 
MAKER ADVISES THAT NEW MSG DESK WILL BE COMPLETED AND INSTALLED 
BY MAY 8. ADVISE ETA OF TSO SO THAT RSO CAN PLAN TRIP TO IZMIR 
ACCORDINGLY. 

2. REF WALK THRU METAL DETECTOR. METAL DETECTOR CURRENTLY IN- 
OPERATIVE. MACHINE HAS ASSUMED A WAIT/LOW FIELD CONDITION. RSO 
HAS CHECKED ALL BOARDS AND ELECTRICAL SYSTEMS FOR POWER READING 
AND FINDS ALL READING PER MANUFACTURER S SPECIFICATIONS. WILL 
CONTINUE TO TROUBLE SHOOT UNIT. IF INFORMATION AVAILABLE CON- 
CERNING LOW FIELD CONDITION PLEASE ADVISE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ShawDG 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ISTANB01551 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760161-0806 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976041 9/aaaaapnx.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 ATHENS 3866 

Review Action: RELEASED, APPROVED 

Review Authority: ShawDG 

Review Comment: n/a 

Review Content Flags: 

Review Date: 29 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 APR 2004 by izenbei0>; APPROVED <16 AUG 2004 by ShawDG> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCTV INSTALLATION - ISTANBUL 
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